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02/21/12 


Amy Martin 

Assistant District Attorney, Suffolk County 
Dear ADA Amy Martin 


losed is the information you requested in regards to Commonwealth vs. 


lab number 


. Included are copies of the following; 


Drug Analysis Laboratory Receipt 


2. Control Cards with analytical results for sample # 


3. Analysis sheets with chemist’s hand notations and test results. 


4. GC/Mass Spectral analytical data for sample # 

GC/MS testing was performed by Kate Corbett. All other analyses were performed by Lisa 
Glazer. If you have any questions about these materials, please call me at the number 

below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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To be completed by Submitter 

Description of Items Submitted 





To be completed by Lab Personnel 
Gross Weight Lab Number 
















City: Chelsea Police Dept. 
Officer: Detective BRiZUELA 
Def; 

Amount: 

No, Cont: 10 Coni: pb 

Date Rec'd; 07/21/2010 
Gross Wt,: 22.83 


Prelim' 


Date Analyzed: j 



lU 




i ; 

u 


SubstiSUB 



+ 
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DRUG POWDER ANALYSIS FORM 






























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q4-2010\SYSTEM7\10_19_10\749538,D 
KAC 

19 Oct 2010 19:18 

BLANK 

1 

DRUGS . M 
RTE 



Abundance TIC: 749538'b\c}ata.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


749538.D Tue Feb 21 09:12:23 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


P:\Q4-2010\SYSTEM7\10_19_10\749539.D 

KAC 

19 Oct 2010 19:30 

COCAINE STD 


Vial Number 

AcquisitionMeth 

Integrator 


39 

DRUGS . M 
RTE 


Abundance 

1500000 


1000000 


4.t23 


TIC; 749539.D\data.ms 


sooooo 








T" 


-rj-T-n 


T 


I I I I I I 


T 


I 1 1 1 I I I I I 


ryn 


Time-> Z.OO 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.723 

1596114 

100.00 

100.00 


749539.D Tue Feb 21 09:12:28 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2010\SYSTEM7\10_19_10\749539.D 

Operator : KAC 

Date Acquired : 19 Oct 2010 19:30 

Sample Name ; COCAINE STD 

Submitted by : 

Vial Number : 39 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance #29: COCAINE 



749539.D Tue Feb 21 09:12:29 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\10_19_10\749548.D 

KAC 

19 Oct 2010 21:24 

BLANK 
LAG 
1 

DRUGS.M 
RTE 


Abundance TIC: 749548 DWafa.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


749548,D Tue Feb 21 09:12:46 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : P; \Q4-2010\SySTEM7\10_19_10\749549.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 49 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 



2000000 

1500000 

1000000 

500000] 


-|L 


2.795 


3,902 


UC: 749549.D\<}ata.ms 


4. 


r r-| -r-r“i4^-i-i-F-rr 


23 


Time-> 2.00 2,60 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.60 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2,795 
3,902 
4 , 723 


174197 

1136135 

2726537 


4.32 
28.14 
67.54 


6.39 

41.67 

100.00 


749549.D Tue Feb 21 09:12:50 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4- 
KAC 



2010\SySTEM7\10 19 10\749549.D 


21 ; 36 


49 

DRUGS.M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

Minimum Quality; 

; 80 



C:\Database\NIST05a.L 

C:\Database\PMW_TOX2,L 

Minimum Quality: 

; 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.80 

C:\Database\NlST05a.L 





Muco-Inositol 

000488-55-1 

90 



Inositol 

006917-35-7 

86 



Alio-Inositol 

000643-10-7 

83 


Abundance 


Average of 2.483 to 2,806 min.: 749549.D\data.ms (-) 


80 

60 


20 ' 


43 


60 


60 


m/z--> 




81 


102 


91 


110 


122 


131 144 


40 60 60 70 80 90 100 110 120 130 140 


ffri-fTr 

150 160 


TTTTT 

170 


181 


207 


180 190 200 


Abundance 


80 


#43353: Muco-fnosilol 


60 


40i 


20 j 



7 

3 

60 


43 


102 

|i , 53 , 


1 81 S’’ 1 115 125 ’f'* 163 181 

‘i‘T 1 j‘>‘ri !Tl i 1 l‘) t t‘t f j 1 1 1 1 ] n 1 r-j I f r-TJTTl 1 j 1 1 1 1 p 1 l t j i 1 1 1 1 1 1 T 1 f-TT t 1 


m/z-> 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


74 954 9.D Tue Feb 21 09:12:50 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\10_19_10\749549.D 

Operator : KAC 

Date Acquired : 21:36 

Sample Name : 

Submitted by ; LAG 

Vial Number : 49 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C; \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 3.90 C:\Database\NlST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 


Atimdance Average of 3.860 to 4.093 min.: 749549.D\data.ms (-) 

I 



Adimdance #59447: !midaH0[2,1-b]thiaE0le, 2.3,5.6-lelrahydro-6-plienyi-, (S)- 



749549.D Tue Feb 21 09:12:51 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4~2010\SYSTEM7\10_19_10\749549.D 

Operator : KAC 

Date Acquired : ^^0c^ 2010 21:36 

Sample Name : 

Submitted by : LAG 
Vial Number : 49 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 4.72 C:\Database\SLI.L 

COCAINE OOOOSO-36-2 99 


Abundance Average of 4.676 to 4.903 min.: 749549,D\cfata.ms (-) 

8p 



749549.D Tue Feb 21 09:12:52 2012 Page 4 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\10 19 10\749558.D 

Operator 

KAC 

Date Acquired 

19 Oct 2010 23:30 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 


TIC: 748568.0\data.ms 



T!me--> 2.00 2,50 3,00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7,00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


749558.D Tue Feb 21 09:13:06 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by r 
Vial Number r 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\10_19_10\749559.D 
KAC 

19 Oct 2010 23 :43 

COCAINE STD 

59 

DRUGS.M 
RTE 


Abundance 


TIC: 749559.D\data.ms 

4.t23 


2000000 

15000001 

1000000 - 

5000001 

0 I I j I I I ^ I I I I t [ h 1 ^ I } I I ^ I } t I ! "vy T "rT - vy T "r T-]"y'T "rT ' vy T " i "r 'r'j " r " ? "T ' T 'Y "fT - 1-v -y - f -r - r - r - ^ i i i i | i i i i 

Tfme--> 2.00 2,60 3,00 3.60 4.00 4.50 6.00 5.50 6.00__6^0_ 7.p0_,_ 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.723 

2401217 

100.00 

100.00 


749559.D Tue Feb 21 09:13:09 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F;\Q4-2010\SYSTEM7\10 19 

10\749559-D 


Operator 

KAC 



Date Acquired 

19 Oct 2010 23:43 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

59 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality; 80 


C; \Database\PMVf__TOX2 . L 



PKf} RT 

Library/ID 

CAS 41 

Qual 


1 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance 


I-T IW ■( -J I 1 -1 I I I ( I I I I J' I [ I 

m/z-> 100 120 140 160 180 200 220 240 260 280 


Abundance 


m/z--> 



Average of 4.691 to 4.892 min.: 749559,Dtdata.ms (-) 


182 


138 


198 


272 

209 222 242 259 i 282 


303 


300 


#29: COCAINE 


182 


135 166 
-I . t, . 


198 


214 


244 259 


272 


“j—n—F—I—f t i—T——1—F—1—I—j—ri—T—I—[—I—I—r~i—]— i~t— 

40 60 80 100 120 140 160 180 200 220 240 260 280 


303 


300 


749559.D 


Tue Feb 21 09:13:10 2012 


Page 2 
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